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FOREWORD This Indian Standard was adopted by the Bureau of Indian Standards, after the draft finalized by the Security Equipment Sectional Committee had been approved by the Heavy Mechanical Engineering Division Council. Safe deposit lockers conforming to IS 5244 : 1991 `Safe deposit locker cabinets - Specification' offer security to precious articles, documents and the like of lessee which might otherwise get an access by undesirable persons during an attempted robbery. These lockers do not provide safety against fire hazard. Therefore, these cabinets have to be maintained within a vault (strong room) which can provide security against fire hazard. Alternatively, the safe deposit lockers can be built inside the safe conforming to the requirements of IS 550 (Part I) : 1991 `Safes : Part 1 Specification' to give the customer the advantages of protection against theft and fire hazard. This Indian Standard, therefore, lays down the requirements the benefits of safes and safe deposit lockers to a lessee. of such safe-cum-safe deposit lockers combining

For the purpose of deciding whether a particular requirement of this standard is complied with, the final value, observed or calculated, expressing the result of a test or analysis, shall be rounded off in accordance with IS 2 : 1960 `Rules for rounding off numerical values (revised)`. The number of significant places retained in the rounded off value should be the same as that of the specified value in this standard.

AMENDMENT NO. 1 SEPTEMBER 2010 TO IS 14512 :1998 SAFE-CUM-SAFE DEPOSIT LOCKERS-SPECIFICATION
(Page 1, clause 6.4) -Add the following matter at the end: 'Any other paint system like polyurethane paint, powder coating, etc, mutually agreed to between the purchaser and the supplier may also be applied.'

(ME 24)
Reprography Unit, BIS, New Delhi, India
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SAFE-CUM-SAFEDEPOSITLOCKERSSPECIFICATION
1 SCOPE This standard covers the requirements cum-safe deposit lockers. 2 REFERENCES The Indian Standards listed in Annex A are necessary adjuncts to this standard. 3 TYPES, DIMENSIONS AND SIZES for safepreferably process. by sand blasting or by normal pickling 6.2 In closed condition, the gap between the door edges and frame shall not be more than 1 mm. 6.3 Welded joints shall be free from welding slags. 6.4 Before application of rust proof primer, all steel surfaces shall be phosphatised or shot/sand blasted. Putty conforming to IS 419 shall be applied to all points requiring filling. The product shall then be painted inside and outside with an anticorrosive primer (conforming to IS 2074) followed by two undercoats of paint (conforming to IS 133, IS 2932 or IS 3537) and finally painted with enamel (conforming to IS 3537) or nitrocellulose paint of the shade agreed by the purchaser. 6.5 Finish of the painted surfaces shall be uniform and without visible defects. The dry film thickness shall not be less than 0.1 mm and shall not readily chip or tlake. 7 TESTING 7.1 The safe-cum-safe deposit lockers when tested in accordance with IS 550 (Part 2) shall conform to the requirements specified for Class C Safes conforming to IS 550 (Part 1). 7.2 The safe-cum-safe deposit lockers when tested in accordance with IS 550 (Part 3) shall conform to the requirements specified for Class C Safes conforming to IS 550 (Part 1). 7.3 The safe-cum-safe deposit lockers shall conform to tests as specified in 8 of IS 5244. 8 MARKING 5 DESIGN AND MANUFACTURE with details 8.1 Marking of Safes A metal plate showing classification of safe together with manufacturers name and the year of manufacture shall be fixed on the inner face of safe-cum-safe deposite locker's door. 8.2 Marking on Safe's Keys 6.1 All dents, burrs and sharp edges shall be removed from the various components and they shall be " thoroughly degreased and cleared of rust and scale The keys shall bear- an identification number, which shall not be same as the serial number of the safe. 5.1 The safe shall be made in accordance laid down in 7 of IS 550 (Part 1). also

Any configuration of safe deposit lockers [sizes (height and width) of lockers shall be as given in IS 52441 may be provided in any sizes of safes [sizes of safes shall be as given in Table 2 of 1s 550 (Part l)], subject to agreement between the manufacturer and the purchaser. However this would depend on manufacturing feasibility of accommodating such locker configuration inside a particular size of safe and also on optimum utilization of available space inside a safe. Thus locker's depth would depend upon the inside depth of the safe in which it is housed. One row of lockers with special height may be provided in order to utilize leftover space inside the safe (after accommodating lockers with standard height and width as per IS 5244), subject to agreement between the manufacturer and the purchaser. Some suggested arrangements of safes with safe deposit lockers are given in Fig. I to 7. 4 MATERIAL 4.1 The different parts of safe shall be manufactured corn material as specified in Table 3 of IS 550 (Part 1). 4.2 The different parts of safe deposit lockers shall be manufactured from material as specified in 4.3, 4.5, 4.6 4.7,4.8 and 4.9 of IS 5244.

5.2 The safe deposit lockers shall be made as per details given in 6 of IS 5244. 6 WORKMANSHIP AND FINISH

IS 14512 : 1998 8.3 Marking on Lockers The lockers shall be serially numbered and marked on the outside of locker doors by the manufacturer as desired by the customer. 8.4 Marking on Locker Keys The keys shall be marked with an identification number which shall not be the same as the serial number of the corresponding locker. 8.5 BIS Certification Marking or producers may be obtained Indian Standards. 9 INSPECTION The purchaser or his authorized representative shall normally have access to inspect the safe deposit lockers at various stages of manufacture. 10 PACKING Each safe-cum-safe deposit lockers shall be packed in accordance with the best trade practice, with its door bolted, but not locked (however all lockers should be locked). The keys shall be separately sealed in a box and placed inside the top left side locker (and the locker door locked). The keys of this top left side locker shall be dispatched separately to the purchaser in person in sealed condition. The keys may also be dispatched separately or deliver in some other manner, if the purchaser so desires. from the Bureau of

The safe-cum-safe deposit lockers may also be marked with the Standard Mark. 8.51 The use of the Standard Mark is governed by the provisions of Bureau of Indian Standards Act, 1986 and the Rules and Regulations made thereunder. The details of conditions under which the licence for the use of Standard Mark may be granted to manufacturers
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ANNEX

A

(Czuusf? 2)
LIST OF REFERRED
IS No.

INDIAN

STANDARDS Title Enamel, synthetic, interior (a) undercoating, (b) finishing (second revision) Ready mixed paints, finishing, interior, for general purpose, to Indian Standard colotrrs No. 101, 216, 217, 219, 275, 281, 352, 353, 358 to 361,363,364,388,410,442, 628, 631, 632, 634, 693, 697, whitened black Safedepositlockercabinets revision) (second

Title Enamel interior (a) undercoating(b) finishing (third revision) Putty, for use on window (jirst revision) Safes: frames

IS No. 2932 : 1993

133 : 1993 419 : 1967 550

3537 : 1996

(Part I) : 1991 Specification (Part 2) : 199 1 Test for burglary resistance (Part 3) : 1991 Test for fire resistance 2074 : 1992 Ready mixed paint, air drying, redoxide-zinc chrome, priming (second revision) 5244: 1991
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Bureau of Indian Standards BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to promote harmonious development of the activities of standardization, marking and quality certification of goods and attending to connected matters in the country. Copyright BIS has the copyright of all its publications. No part of these publications may be reproduced in any form without the prior permission in writing of BIS. This does not preclude the free use, in the course of implementing the standard, of necessary details, such as symbols and sizes, type or grade designations. Enquiries relating to copyright be addressed to the Director (Publications), BIS. Review of Indian Standards Amendments are issued to standards as the need arises on the basis of comments. Standards are also reviewed periodically; a standard along with amendments is reaffirmed when such review indicates that no changes are needed; if the review indicates that changes are needed, it is taken up for revision. Users of Indian Standards should ascertain that they are in possession of the latest amendments or edition by referring to the latest issue of `BIS Handbook' and `Standards: Monthly Additions'. This Indian Standard has been developed from Dot : No. HMD 24 ( 0348 ).
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